To:  Hart,  Daniel[Hart.Daniel@epa.gov] 

Cc:  Gray,  David[gray. david@epa.gov];  Grantham,  Nancy[Grantham. Nancy@epa.gov];  Smith, 

Roxanne[Smith. Roxanne@epa.gov];  Lee,  Monica[Lee. Monica@epa.gov];  EOC  Public 
lnformation[EOC_Public  Jnformation@epa.gov] 

From:  Smith,  Paula 

Sent:  Wed  8/1 9/2015  1 1 :42: 1 1 AM 

Subject:  Re:  Please  test  this  link  on  your  phone 

This  one  loads  up  fine  for  me  on  the  iPhone. 

Sent  from  my  iPhone 

On  Aug  18,  2015,  at  7:39  PM,  Hart,  Daniel  <Hart/Daniel@,epa.gov>  wrote: 


I want  to  make  sure  we're  all  looking  at  the  same  map.  This  is  the  map  that  was  updated 
today.  It  loads  veiy  quickly  on  multiple  devices  we've  tested  it  on.  However,  I still  plan  to 
follow  up  with  Harvey  on  his  suggestions 

http://www2.epa.gov/goldkingmine/data-gold-king-mine-response 
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